BRflUn 


Blood pressure monitor 



This product has been produced with the greatest care for normal household use. 
Following directions carefully will ensure dependable operation. If for any reason (other 
than misuse or normal battery operation) you are dissatisfied with your Braun blood 
pressure monitor, we will repair or replace it, at our option, at no charge during the 3 year 
warranty period. Modification to the product by the consumer is not authorised and voids 
the warranty. 

If your blood pressure monitor does not function properly, first check the batteries. 
Replace if necessary. Batteries and packaging are excluded from the warranty. 

If you experience unsatisfactory operation, please contact Felton Grimwade & Bosisto's. 

If repair is required under the warranty period, the product should be returned with proof 
of purchase to Felton Grimwade & Bosisto’s service centre. 

The purchaser assumes responsibility for the proper care and use of the product in 
accordance with the printed operating manual. The purchaser or user must make his or 
her judgment as to when to use the product and the length of use. Keep the operation 
manual available as it is your guide to safe, efficient operation. 

Our goods come with guarantees that cannot be excluded under Australian Consumer 
Law (2011). You are entitled to a replacement or refund for a major failure and for 
compensation for any other reasonably foreseeable loss or damage. You are also entitled 
to have the goods repaired or replaced if the goods fail to be of acceptable quality and 
the failure does not amount to a major failure. 

Braun distributor and service centre: 

Felton Grimwade & Bosisto’s Pty. Ltd. 

61-81 Clarinda Road (PO Box 74), Oakleigh South, Victoria 3167, Australia 
Free call: 1800 655 841 
E-mail: mail@fgb.com.au 
Website: www.fgb.com.au 


This product is manufactured by Kaz Europe Sari under license to the ‘Braun’ trademark. 
‘Braun’ is a registered trademark of Braun GmbH, Kronberg, Germany. 


© 2014, Kaz Europe Sari. All rights reserved. 
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